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29 June 1978 


MEMORANDUM FOR: Director of Medical Services 


25X1 FROM: | 
Personnel Officer, OMS 


SUBJECT: Physician and Medical Technician 
Boeruremene 


1. The following statistics, as of 28 June 1978, 
yesult from recruitment advertisements placed ain 
professional and technical journals: 


| ; > Physi¢ians " | Medical Techniciens 
pee Ad responses received 102 /’— 9 
vi OMS interest cases . 45+ 5% 
ty PPI requested ; 2 5 
| PPL completed 2 0 2 
oe PPI scheduled 1 0. 
“+ PHS requested 44% 4 
/ ¢\u) PHS received Bie 0 
it "j RD interview requested ot O° 
bil RD interview received 0 Oo 
Entered into hire process 0 “ 0 
Hired 0 G 


*More then 30 days have elapsed on 2S cases, the applicants. - " 


are presumed to have dropped interest. 


-_ 


_ ®®More than 30 days have elapsed on 4 of these cases. —- 


2. ee: addition to the foregoing recruitment activity, 
the following is a report of other recruitment efforts curing 


the peried June 1977-78: 
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[. SUBJECT: Physician and Medical Technician Recruitment 


eae Jee Mess a : Physician Medical Technician 


: Previous applicant files 
t 320 1 


. re-evaluated 
-..: OMS recruitment letters .sent 
. .. Negative- or no xesponse 


5 

i 4 
i-- Positive response — 1° 

2 

5 


i ol: New applicant files reviewed 1 
fr) OMS recruitment sources . 
3 “" Spplicants entered negotiation 


-.. and/or precess. 
-> Currently in process‘ 
.. Total nomber, of cases - . — AT 
POE «lie 5: ee . 

27 7. 3. The bottom line summation of physician-medical 

- technician recruitment activity for the period June 1977-78 is: 


N 
BNE MAOR RH 


, Physician — Medical Technician 


aoe “Gotal cases evaluated — 147 Pease 
16 - 


+: Total OMS interest cases ~ 67 i 
i... Total hired - | — 0 4 

: .: = - - : . z ae i % _ é ds tee - : : < 25x1 
LS 7 


